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PART III 
Stores Purchase 


Medical Education Department 


TENDER NOTICES 


( 1) 


and 


of 


[No. 76 /2010 ] 
No. C1- 11690 /2010 /MCT. 

21st December 2010. 
Sealed competitive tenders are invited for the supply of the following items required for the Department of MLT, 
Medical College , Thiruvananthapuram . Tender should be superscribed tender numbers and addressed to the Principal, 
Medical College , Thiruvananthapuam , Pin -695 011 . Details can be had from this office on working hours till 3. 30 p . m . 
Cost of tender form (inclusive of VAT ): 

Original — 416 

Duplicate — 208 
Last date time of sale of tender 

form — 
4 - 2 -2011, 3 p . m . 
Last date and time of receipt 

tender form 
5 -2- 2011, 2.30 p . m . 
Date and time 

opening 

of tender 

form 
5-2 -2011, 3.30 p . m . 

Tender form will be sent through post if required provided due amount with sufficient postage charges 
( 50 ) is sent by way ofMoney Order in favour of the Principal, Medical College , Thiruvananthapuram , Kerala State , Pin 
695 011 . Money Order should reach this office on or before 25 - 1 - 2011. No other forms of remittance will be accepted. 

തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിനോടനുബന്ധിച്ച എം . എൽ. ടി. വകുപ്പിലേക്ക് ആവശ്യമായ താഴെ പറയുന്ന 
സാധനങ്ങൾ വിതരണം ചെയ്യുന്നതിന് മുദ്ര വച്ച ദർഘാസുകൾ ക്ഷണിക്കുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി നിശ്ചിത 
തീയ തിക്കു മുമ്പ് പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, തിരു വ ന ന്ത പുരം- 695 011 എന്ന വിലാ സ ത്തിൽ എത്തിച്ചി രി 
ക്കേണ്ടതാണ്. 
ദർഘാസ് ഫോറത്തിന്റെ വില (ടാക്സ് ഉൾപ്പെടെ) : 

com od 416 
Coolpad 208 


of 


ദർഘാസ് ഫോറം വിൽക്കുന്ന അ വ സാന തീയ തി യും 
സമയവും- 4 - 2 - 2011, 3 മണി. 


ദർഘാസ് ഫോറം സ്വീകരിക്കുന്നഅവസാന തീയതിയും സമയവും- 5- 2 
- 2011, 2. 30 മണി. 

- ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതി യും സമ യ വും 
5 - 2 - 2011, 3.30 മണി. 

- ഫോറങ്ങൾ തപാലിൽ വേണ്ടവർ അയയ്ക്കുന്നതിനുവേണ്ട തുക ( 50) 
അധികമായി അയയ്ക്കേണ്ടതാണ്. ദർഘാസ് ഫോറത്തിന്റെ വില ഓഫീസിൽ 
നേരിട്ടോ മണിയോർഡർ ആയോ സ്വീകരിക്കുന്നതാണ്. അല്ലാതെയുള്ള എല്ലാ 
അപേക്ഷകളും നിരസിക്കുന്നതാണ്. ഫോറത്തോടൊപ്പം മുദ്രപ്പത്രങ്ങളോമറ്റേ 
തെങ്കിലും ഡോക്യുമെന്റുകളോ അയയ്ക്കാൻ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ളതും 
മേൽവിലാസം വ്യക്തമല്ലാത്തതുമായ മണിയോർഡറുകൾ നിരസിക്കുന്നതാണ്. 
മണിയോർഡറുകൾ വഴി ഫോറങ്ങൾ ആവശ്യപ്പെട്ടുകൊണ്ടുള്ള അപേക്ഷകൾ 
ഈ ആഫീസിൽ 25 - 1 - 2011 - നു മുൻപ് കിട്ടിയിരിക്ക ണം . താമ സിച്ചു 
കിട്ടുന്ന മണയോർഡറുകൾ നിരസിക്കുന്നതാണ്. ദർഘാസ് ഫോറം കൈമാ 
റാൻ പാടില്ലാത്തതും ഒരിക്കൽ അടച്ച തുക തിരിച്ചുകിട്ടുന്നതുമല്ല . താമസിച്ചു . 
കിട്ടുന്ന ദർഘാസുകൾ യാതൊരു കാരണവശാലും സ്വീകരിക്കുന്നതല്ല . കൂടു 

ൽ 
വിവരങ്ങൾ പ്രവൃത്തി ദിവസങ്ങളിൽ ഈ ആഫീസിൽ നിന്നും ലഭിക്കുന്ന 
താണ്. 

LIST OF ITEMS 


- St. 
No. 


Name of Equipments with 

Specification 


Quantity 
required 


1 


Centrifuge refrigerator 
upto 20°C with inclined head 
REMImodel 
Centrifuge High Speed 
speed 10,000 RPM , rotary head , 
digital speed control, Remi model 


3 Water Bath 

with internal size 18x12x12 
Display mode, thermostatic control 
Temp. range 30°C to 100°C 


( 2 ) 


| [ No. 83/2010 ] 
No. C1 - 11697/2010 / MCT. 

21st December 2010. 
Sealed competitive tenders are invited for the supply of the 
following items required for the Department of MLT, Medical College , 
Thiruvananthapuram . Tender should be superscribed tender numbers 
and addressed to the Principal , Medical College , Thiruvananthapuram, 
Pin -695 011. Details can be had from this office on working hours till 
3 .30 p. m . - 
Cost of tender form ( inclusive of S . T.): 

Original — 416 

| Duplicate - 208 
Last date and time of sale of tender form 
4- 2 - 2011, 3 p . m . 


( 1 ) 


(2 ) 


( 3 ) 


2 


Last date and time of receipt of tender form 
5 -2- 2011, 2.30 p . m . 

Date and time of opening of tender form 
5 -2 -2011 , 3. 30 p . m . 

Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50 ) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram , Kerala 
State , Pin -695 011. Money Order should reach this office 
on or before 25 - 1 - 2011. No other forms of remittance will 
be accepted . 

തിരുവനന്തപുരം മെഡിക്കൽ കോളേജിനോടനുബന്ധിച്ച് 
290. 1908. sl . og celor coucoj200 0009 200m 
സാധനങ്ങൾ വിതരണം ചെയ്യുന്നതിന് മുദ്രവച്ച ദർഘാസുകൾ 
ക്ഷണിച്ചുകൊള്ളുന്നു . ദർഘാസുകൾ ദർഘാസ് നമ്പരോടുകൂടി 
നിശ്ചിത തീയതിക്കുമുമ്പ് പ്രിൻസിപ്പാൾ, മെഡിക്കൽ കോളേജ്, 
തിരുവനന്തപുരം- 695 011 എന്ന വിലാസത്തിൽ എത്തിച്ചിരിക്കേ 


Mini Dual Vertical Electrophoresis Unit 
Dual electrophoresis cables, two 
alumina notched plates 2 slab gels 10 
glass plate 10 well 1mm thick comb, for 
spares of 1mm thickness and duel gel 
caster. Spare electrode assembly , 2 
ceramic plates 10 glass plates spscers 
0 .75 mm and 1 mm , combs of 0 .75 mm 
and silica sealing cord 22000.0 Gel scoop 
acrylic 3 mm UV transparent acrylic 
for transfer of polyacrylamide and 
agarose gels , taperd edge for easy 
lifting of gels size 7.5 x 10 
Mini Power Supply Unit 
Suitable for mini and mini dual vertical 
electrophoresis unit , suitable to run 
two units at constant voltage or 
constant current with output 300V, 
400mA , 80 Watts with timer. 
Haemocytometer 
Contain improved neubaur counting 
chamber (bright ), RBC and WBC 
pipettescover glass, mouthpiece etc. 
Fuch , Srosental counting chamber 
Depth 0 .2 mm , ruled area 16 mm 
Staining Box 
For staining fixation and handling of 
electrophoresis gels pp /pp material 
with size 12.5 x 2 .55 12 numbers with 
amber pp /pp material size 22 .5 x 22.5 x 
5 . 5 5 numbers 
Electric heater - Coil type 2000 Watts 
Induction cooker-electric 1000 Watts 


4 


8 


5 


ദർഘാസ് ഫാറത്തിന്റെ വില (ടാക്സ് ഉൾപ്പെടെ) 

cromos 416 

coolefarot 208 
ദർഘാസ് ഫോറം വിൽക്കുന്ന അവസാന തീയതിയും 
MOO10 - 4 - 2 - 2011, 3 oom ). 

ദർഘാസ് ഫോറം സ്വീകരിക്കുന്ന അവസാന തീയതിയും 
MOO10 - 5 - 2 - 2011, 2 .30 am . 

ദർഘാസ് ഫോറം തുറക്കുന്ന തീയതിയും സമയവും 
5 - 2 - 2011 , 3.30 am . 

ദർഘാസ് ഫോറം തിരുവനന്തപുരം മെഡിക്കൽ കോളേജ് 
പ്രൻസിപ്പാളിന്റെ ഓഫീസിൽ നിന്നും പ്രവൃത്തി ദിവസങ്ങളിൽ 
000102GMO 3. 30 am on elejeom . O10082080 
ദർഘാസ് ഫോറം ആവശ്യമുള്ളവർ ഫോറത്തിന്റെ വിലയോ 
ടൊപ്പം 


6 


7 
8 


( 3 ) 


LIST OF ITEMS 


SI. 


Name of Equipments with 

Specification 


Quantity 
required 


[No. 80/2010 ] 
No. C1-11694/2010 /MCT. 23rd December 2010 . 

Sealed competitive tenders are invited for the supply 
of the following items required for the Department of MLT, 
Medical College , Thiruvananthapuram . Tenders should be 
superscribed , tender numbers and addressed to the 
Principal, Medical College, Thiruvananthapuram , 
Pin -695 011. Details can be had from this office on working 
hours till 3. 30 p.m . 
Cost of tender form (inclusive of S . T.): 

Original — 416 

Duplicate — 208 
Last date and time of sale of tender form 
4 -2 -2011, 3 p. m . 

Last date and time of receipt of tender form 
5 -2-2011, 2.30 p. m . 

Date and time of opening of tender form 
5 -2 -2011, 3.30 p . m . 


No. 


(2) 


(3) 


(1) 
1 Mini Electrophoresis Unit 

Electrophoresis apparatus with buffer 
chamber, safety lid with cables , U V 
transparent tray and one each of 
1.5 mm thick 8x15 well comb casting 
tray 7x7 cm with spare comb set, 
electrode set and sparetray 710 cm with 
gel caster suitable for this apparatus 


(1) 


(3) 


Tender form will be sent through post if required 
provided due amount with sufficient postage charges 
( 50 ) is sent by way of Money Order in favour of 
The Principal, Medical College , Thiruvananthapuram , 
Kerala State, Pin -695 011. Money Order should reach this 
office on or before 25 - 1-2011. No other forms of remittance 
will be accepted . 


2 Nephelo Meter/ Turbidity Meter 

Measurement of turbidity levels of 
sulphate , phosphate , chloride etc ., 
Range 0 - 200 and 200- 1000 
Accuracy and repeatability 2 % full 
scale Readability 0 .1 tungesten 
halogen lamp and photodiode 

detector LED readout display 
3 Conductivity Meter 

For measurement of conductance 
of aqueous and non aqueous 
solution ECO to 200 ms 
TDS 1 ppm to 100 ppm 
Accuracy 1 % temp compensation 
0 to 50 Degree C read out LCD 

module 
4 Fluorometer 

With power pack light source 
Mercury Lamp range 0 -0 .2 , 220 & 
200 ppm Primary filters 366 nm 
secondary filters cut off at 475 & 
515 nm Photodiode detector 320 V 
power, 50 Hz LED display . 
Readout LED display Accessories 
Primary and secondary filters 
Matched test tube and 10 ppm 

quinine sulphate solution . 
5 Electronic Balance 

Range 1 mg to 10 gms pan diameter 
150 - 160 mm Fluorescent display 
autopower off function 
Sensitivity 0 .1 mg. 
Electronic Balance 
Range 10 mg to 10 gms pan 
diameter 150 - 160 mm Fluorescent 
display autopower off function 
Sensitivity 1 mg. 
Electronic Balance 
Range 100 mg to 100 gms pan 
diameter 150 - 160 mm Fluorescent 
display autopower off function 

Sensitivity 100mg. 
8 Automatic Micro Pipettes 

10 - 100 ul range, 1ul increment light 
weight with tip ejector. 


LIST OF ITEMS 


Name of equipments with 

specification 


Quantity 
required 


No. 


(1) 


(2 ) 


(3) 


[No. 82/2010] 


No. C1- 11696 /2010 /MCT. 


21st December 2010 . 


Photo Electric Colouri Meter 
Analog wavelength 400 -700 nm 
selected by filters mounted on a 
turnet light sourse Accessories : 
dust cover, 12 cuvette and spare 
bulb 


Sealed competitive tenders are invited for the supply 
of the following items required for the Department of MLT, 
Medical College, Thiruvananthapuram . Tender should be 
superscribed with tender number and addressed to the 


No . 


Name of the Equipment 

with Specification 


Quantity 
required 


2 


Principal, Medical College , Thiruvananthapuram , 
Pin -695 011 . Details can be had from this office on 
working hours till 3 .30 p . m . 
Cost of tender form (inclusive of VAT ) : 

Original — 416. 

Duplicate — 208 . 
Last date and time of sale of tender forms 
4 -2 -2011, 3 p. m . 

Last date and time of receipt of tender – 
5 - 2- 2011, 2.30 p . m . 

Opening date and time of tender — 5 -2 -2011, 3.30 p . m . 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
( 50 ) is sent by way of Money Order in favour of The 
Principal, Medical College, Thiruvananthapuram , Kerala 
State , Pin -695 011. Money Order should reach this office 
on or before 25 - 1 -2011 . No other forms of remittance will 
be accepted . 


Refrigerator 
285 L Frost free Double door, door 
cooling deodorizer, toughened glass 
shelves , anti-bacterial basket with 
voltage stabilizer 
Deep Freezer -70°C 
Chamber size 24x24x24 ” digital 
temperature with stabilizer 
Laminar Flow Class I Vertical 
3x26 ” Number of HEPA filters - 1, pre 
filters -2 illumination 1x20 W , UV tube at 
work area 30W , suitable for placing gas 
burner, exhaust ductin and virus burn 
out unit 


(5) 


[No . 78 / 2010 ] 
No. C1 -11692/2010/MCT. 

21st December 2010. 
Sealed competitive tenders are invited for the supply 
of the following items required for the Department of 
MLT, Medical College , Thiruvananthapuram . Tender 
should be superscribed with tender number and addressed 
to the Principal, Medical College , Thiruvananthapuram , 
Pin -695 011. Details can be had from this office on 
working hours till 3 .30 p . m . 
Cost of tender form ( inclusive of VAT ) : 

Original — 416 . 

Duplicate — 208 . 
Last date and time of sale of tender forms 
4 -2 -2011, 3 p . m . 

Last date and time of receipt of tender – 
5 -2 -2011, 2 . 30 p . m . 

Opening date and time of tender — 5 - 2- 2011, 3 p . m . 

Tender forms will be sent through post if required 
provided due amount with sufficient postage charges 
( 50 ) is sent by way of Money Order in favour of the 
Principal, Medical College , Thiruvananthapuram , Kerala 
State , Pin -695 011. Money Order should reach this office 
on or before 25 - 1 -2011 . No other forms of remittance will 
be accepted . 


TENDER NOTICES 


(1) 


[No. 4 /2010 -11 CNT] 
No. G -2098/2010/CNT. 

4th January 2011. 
Sealed tenders are invited for the supply of 
Maternal and Neonatal Birthing Simulator to Govt. Nursing 
College , Thiruvananthpuram . The tender should be 
superscribed “ Tender No. 4 /2010 -11/CNT for the supply of 
Maternal and Neonatal Birthing Simulator " and addressed 
to the Principal, Nursing College, Thiruvananthapuram . 
The last date fixed for the receipt of tender is at 1 p . m . 
on 5 - 2 -2011 and the opening is at 3 p . m . on 5 - 2 - 2011 . 
Sale of tender will be closed on 4 -2 - 2011 at 3 p.m . The 
cost of tender form is 900 and of duplicate copy is 

450 . The tender form is not transferable. Only money 
order will be accepted by post towards the cost of tender 
form till 25 - 1 - 2011 at 4 p . m . 50 should be sent 
additionaly if needed by post. Further details can be had 
from the office of the undersigned . Approximate cost is 

3,90 ,000 . EMD 1 % of the quoted price. 


Si. 
No. 


Name of the Equipment 

Quantity 
with specification 

required 
Rotary Microtome 
Section thickness setting 1 -60um 
Section thickness indication by display 
window Coarse advance manually via 
coarse advance wheel specimen orientation 
8° (X , Y,Z ). Provision for placing both knife 
and disposable blades . Accessories : 
Microtome knife and disposable blades 

Tissue Flotation Bath 
Round about 30 -35 cms, internal diameter 
20 - 30 cm . Inside painted black , digital 
display of temperature . Temperature ranges 
from 40 - 80° C with thermostat control. 
Autoclave Vertical 
External dimension (WxDxH ) 440x550x1050 
mm , chamber dimension (diaxdepth ) 300x670 
mm Chamber material stainless steel. Power 
supply 220v , power consumption 2 KW , 
sterilization temp 105- 121 degree C , timer 
setting 1 - 180 minutes, Exhaust tank 3 L 
polyethelene tank safety device , pressure 
safety valve anti dry scorch thermometer, 
door switch . 
PH Meter 
4 digit display for ph & milli volt range 
0 - 14 , 0 + - 1999MV, accuracy + -0.02, resolution 
0 .01 ph /1mv 0 . 1° C temperature compen 
sation 0° C - 100° C (auto /manual) Check 
position , recorder out put, polarization 
current facility 
Servo Stabilizer 
Automatic over load cut out safe guards 
input 160 - 260 volts out put 230 volt+ - 1 % 
Capacity 2KV with cut off accessories 
required . 


1 


(2) 


[No. 6 /2010 - 11 CNT] 


No. G - 2857/2010 /CNT. 


4th January 2011. 


Sealed tenders are invited for the supply of Journals to 
the Library ofGovt. Nursing College , Thiruvananthapuram . 
The tender should be superscribed “ Tender No . 
6 /2010 - 11/CNT for supply of Journals ” and addressed to 
the Principal, Nursing College, Thiruvananthapuram . The 
last date fixed for the receipt of tender is at 1 p . m . on 
7 -2 -2011 and the opening is at 3 p . m . on 7 - 2 -2011. Sale of 


Medical College, 
Thiruvananthapuram . 


(Sd .) 
Principal. 


tender will be closed on 5 -2 - 2011 at 3 p .m . The cost 
of tender form is 450 and of duplicate copy is 225 . 
The tender form is not transferable. Only money order will 
be accepted by post towards cost of tender form till 
25 - 1 -2011 at 4 p . m . 50 should be sent additionally if 
needed by post. Further details can be had from the 
office of the undersigned . Approximate cost is 77 ,000 . 
EMD 1 % of the quoted price . 


Government College of Nursing , 
Thiruvananthapuram . 


(Sd.) 
Principal. 


TENDER NOTICE 


7 + 1 


[No. 7/ 2010 - 11 CNT] 
No. G -2879 /2010/CNT. 

7th January 2011. 
Sealed tenders are invited for the supply of Books 
to the Library of Government Nursing College , 
Thiruvananthapuram . The tender should be superscribed 
“ Tender No. 7 / 2010 - 11 /CNT for supply of Books” and 
addressed to the Principal, Nursing College , 
Thiruvananthapuram . The last date fixed for the receipt of 
tender is at 1 p . m . on 8 - 2 - 2011 and the opening is 
at 3 p . m . on 8 - 2 - 2011 . Sale of tender will be closed on 
7 -2 - 2011 at 3 p .m . The cost of tender form is 450 and 
of duplicate copy is 225 . The tender form is not 
transferable . Only money order will be accepted by post 
towards cost of tender form till 28 - 1 - 2011 at 4 p . m . 

50 should be sent additionally if needed by post. 
Further details can be had from the office of the 
undersigned . Approximate cost is 76 ,175 . EMD 1 % of 
the quoted price . 


No . C3-26457 /2010/MCT. 

7th January 2011. 
Sealed competitive tenders are invited for the 
purchase of various Surgical Disposable items for the 
Department of Cardiothoracic Surgery, Medical College , 
Thiruvananthapuram . Tender should be superscribed with 
tender number and addressed to the Principal, Medical 
College, Thiruvananthapuram , Pin -695 011. Details can be 
had from this office on working hours till 3. 30 p . m . 

Tender No. — 96 /10 to 101/10 . 
Cost of tender form : 
Original — 1,040 for Tender Nos. 96 / 10 , 97 /10 , 

624 for Tender Nos . 98 / 10 , 99 / 10 , 

728 for Tender Nos. 100 / 10 and 101 / 10 . 
Duplicate — 520 for Tender Nos. 96 / 10 , 97 / 10 , 

312 for Tender Nos. 98 / 10 , 99 /10 , 

416 for Tender Nos. 100 /10 and 101/ 10 . 
Last date and time of sale of tender 
10 -2 -2011, 3 p. m . 

Last date and time of receipt of tender — 
11-2-2011, 2. 30 p. m . 

Date and time of opening of tender - 11 -2- 2011, 3 p. m . 

Tender forms can be had from the office of the 
Principal, Medical College , Thiruvananthapuram - 11 upto 
3 p . m . on working days. Tender forms will be sent 
through post if required , provided due amount with 
sufficient postage charge ( 50 ) is sent by way of Money 
Order in favour of The Principal, Medical College , 
Thiruvananthapuram , Kerala State , Pin -695 011 . 
Money Order should reach this office on or before 
3 -2-2011. No other forms of remittance will be accepted . 


should be addressed to Principal, Medical College, 
Kozhikode -673 008 . Belated tenders will not be accepted . 
The last date of sale of tenders will be 7 - 2 - 2011, 3 p . m . 
Sale of tenders by post will be closed on 1 - 2 - 2011 at 
3 p . m . The tenders will be opened at 11. 30 a . m . on 
8 - 2 - 2011 in the presence of such tenderers or their 
authorized representatives who may be present at the time. 

Intending tenderers can obtain tender forms directly 
or by Registered Post on payment by Money Order from 
the Principal, Medical College , Kozhikode. Tender forms 
are not transferable Cheque , Draft, Postage Stamps etc . 
will not be accepted towards the cost of tender forms. 

Each tenderers should send along with an agreement 
signed and executed in Kerala Government Stamp Paper 
worth 100 and EMD @ 1 % of the total cost of the items 
tendered for. Rate should be quoted in Indian Rupees 
only . The tenders without the required earnest money 
deposit and agreement and not satisfying the other tender 
conditions are liable to reject without any notice . 
Duplicate copy of the tender forms can be obtained on 
payment. Samples for the quoted items should be 
submitted on demand . 

Further details can be had from the Office of the 
Principal, Medical College during working hours. 


Medical College , 
Thiruvananthapuram . 


(Sd .) 
Principal. 


TENDER NOTICE 


No. S2 - 18289/2010 /MCC. 

23rd December 2010 . 
Sealed competitive tenders in the prescribed form are 
invited from the manufacturers or authorized distributors 
for the supply of Various Medias for the Department of 
Microbiology of Medical College , Kozhikode. 
Cost of tender form : 

Original — 612 . 
Duplicate 306 . 

By post — 655. 
Date up to which the rates are to be firm — 31-3 - 2011 . 

Address from whom the tender form and to whom 
the tender is to be submitted — Principal, Medical College, 
Kozhikode, Kerala -673 008 . 

The envelop containing the tenders should 
superscribed as Tender No. S2 - 18289 /2010 /MCC for the 
supply of Various Medias for the Department of 
Microbiology due on 8 - 2 - 2011 at 11 a . m . and 


SCHEDULE 


Sl. 


Name of the Item 
with specification 


Quantity 
required 


No . 


1 
2 
3 


5 
6 
7 


Agar powder (Agar-agar ) 
Beef extract powder 
Blood agar base No. 2 
Brain Heart Infusion Broth 
Glucose broth 
Hugh Leifsun Glucose media 
Lysine Iron Agar 
Mc Conckey.s agar 
Mueller Hinton agar 
Peptone ( Qualegens ) 
Triple Sugar Iron media 
Wilson & Blair Bismuth Sulphate 
agar 
Xylose Lysine Deoxycholate (XLD ) 
agar 
LJ medium base 
Bact/ALERT FA bottles for Blood 
culture 
Bact/ALERT MP bottles for AFB 
culture 
MB/Bact antibiotic supplement + 
reconstitution fluid 


500 gm * 30 
500 gm x 10 
500 gm * 30 
500 gm x 20 
500 gm x 4 
500 gm * 1 
500 gm * 1 
500 gm * 30 
500 gm * 30 
500 gm * 30 
500 gm x 8 


9 
10 


Govt. Dental College, 
Kozhikode. 


( Sd .) 
Principal. 


500 gm x 1 


13 


500 gm * 1 
500 x 5 


240 


50 


17 


1 pack 


Office of the Medical College, 
Kozhikode . 


(Sd .) 
Principal. 


TENDER NOTICE 
No. S/3652/2010/ CC . 

29th December 2010 . 
Sealed competitive tenders in the prescribed form 
are invited for the supply of Dental X -Ray Machine with 
Intra Oral Digital Radiography System to the Government 
Dental College , Kozhikode . 
Cost of tender form : 

Original — 832 . 
Duplicate — 416 . 

By Post (M .O .) — 882. 
Closing date and time of sale of tender forms 
(By post) - 9 -2-2011 at 3 p. m . 

Last date and time of receipt of tender 
10 -2 -2011, 4 p . m . 


Date and time of opening of tender - 11 - 2 - 2011 
at 11 a . m . 


